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CTT-ZO08C2-Adjustable Desk Converters 


Height Range:17.7”- 34.6” 
Max. Lifting 


Capacity:50kg 


ON 
— Speed:0.79”/s 


Colour:Black/White 


Sit to stand in seconds with this electric sit stand desk converter. The powerful 
electric motor makes the transition from sitting to standing as easy as can be, with no 
time wasted. Adjustable height from 17.7” to 34.6”. 

Sit and stand throughout your day with this height adjustable motorized desk riser. 
Improve your posture, boost effectivity, and increase your energy levels with the push 
of a button. 

A dual monitor mount and adjustable standing desk converter all in one. Double your 
screen space, double your productivity! 

This table top standing desk features a steel base with a 50kg load capacity, designed 
to remain sturdy while you work. 

We are confident yov’ll not only love your sit to stand desktop riser, but you’ ll make 
the best use of it. 


Supports up to 80kg 

TV Holder:32”-50” 

Height Range:27.9”-63.4” 
Max. Lifting Capacity:80kg 
Speed:0.98”7/s 
Colour:Black 


Fits most 32"-50" LED LCD 4K Plasma TVs flat & curved panel screens TVs, up to 
80KG. 

Height adjustable between 27.9"- 63.4" with speed up to 0.98'/s. 

Both wired switch and remote are available for your control preferences. 

This TV mount lifts smoothly, quietly & quickly thanks to revolutionary screw rod 
structure. 

It features a top shelf where you can store accessories like the remote, webcam. 
Solid steel pillar provides stable support for your TV, well made and good 
looking. With its minimalist design, this mobile TV stand will add a modern-classic 
look to your entertainment set. 

High quality steel construction ensures safety, protecting the television from your 
kids/pets so it would not knock them over. 

Comes with all necessary installation parts, and whole assembly process can be 
completed in less than 10 min. Compatible mount type: floor, cabinet, NOT to be 
installed on ceiling. 


CTT-FO1-Height Adjustable Desk 


mmj e 6 

Top Size:W39.4”xD39.4’(Max) 
Height Range:24”- 49.6” 

Max. Lifting 
Capacity:80kg(176lbs) 
Speed:0.59”- 1.57°/s (Normal: 
1.26”/s) 


\\ 


> Colour:Black/Silver/White 


The super-sturdy table fits table top W39.4”x D39.4” (Max), helping you make the 
most of your space. 

The clean & simple design makes it a great fit in any environment. It's perfect for 
shared use in open office workplace or communal areas at home. 

Telescopic Height Adjustment - The strong legs use telescopic adjustment 
transitioning from sitting to standing from 24" to 49.6". 

Say goodbye to long sitting and enjoy the health benefits from standing desk - Stretch 
out your legs, better focus, more energy, back pain in remission and weight loss. 
Electric Lift System: The lift system with sturdy steel. Contained an industrial-grade 
steel frame that able to support up to 80kg. 

Using electrostatic spraying technology, the surface is sprayed with powder, the 
surface is treated with anti-oxidation, preventing scratches and abrasion. 


Contact Details 
Add:No. 800, Yanjiangxi Road, Xinchang County, Shaoxing, Zhejiang, China. 
Tel:86-15372532279(Shelly) 
86-13486595652(Santy Lv) 

Fax:86-0575-86197576 
Email:sales01@comtuo.com(Eleanor) 

sales@comtuo.com(Shelly) 

sales@shinestart.com(Santy Lv) 


Web:https://www.contuodesk.com/ 


